DOCKETED ITEMS      81

9004190123 Updated special rept on 891113 re fire door 387,Unit 1 reactor cable tunnel
quadrant No 2 door declared inoperable. Caused by failure of latching
mechanism.Design change provided adequate repair to door.

BUNDAA Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.).
90/04/04. DAVIS.A.B. Document Control Branch (Document Control Desk) 2oo
53506:065-53506:066.

V. Operates- Examinations

9004300174 Provides registration & exam process guidelines to be included in next rev
of NUREG-1021.To register for 900606 exam.one authorized facility licensee repre-
sentative must submit Str listing names of condidates taking exam.
WRIGHT.G. Region 3, Ofc of the Director. 90/04/05. Consumers Power Co. 7pp.
53664:348-53664:354.

DOCKET 50-316 DONALD C. COOK NUCLEAR POWER PLANT, UNIT 2

F. Security, medical, emergency & fire protection plans

9004060067 Revised emergency response procedures.including Rev 3 to ERP 1.02,Rev

5  to ERP 2.02,Rev 6 to ERP 2,03,Rev 6 to ERP 2.05,Rev 5 to ERP 2.06,Rev 3 to
ERP 2.08,Rev 4 to ERP 2.09,Rev 5 to ERP 3.02 & Rev 5 to ERP 3.03.W/890327 Itr.
BOUNDS,LM., ALEXICH.M.P. Indiana Michigan Power Co. (formerly Indiana & Michi-
gan Electric Co.). 90/03/27. 91pp. 53354:001-53354:091.

9004120070 Forwards synopsis of Ofc of Investigations Case 3-87-018 re allegedly falsi-
fied safety-related fire extinguisher record. On 870228.QC inspector knowingly falsified
insp checklist. QC inspector employment w/util terminated.

AXELSON.W.L Region 3, Ofc of the Director. 90/03/28. ALEXICH.M.P. Indiana Michi-
gan Power Co. (formerly Indiana & Michigan Electric Co.). 2pp. 53397:161-53397:162.

9004130129 Change Sheet 2 to Rev 5 to Procedure PMP 2080 EPP.107, "Notification
of Plant Personnel."

KRIEGER.R.S. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.).
90/03/28. 37pp. 53428:220-53428:256.

9004120082 Forwards Safety Insp Repts 50-315/90-06 & 50-316/90-06 on 900207-
0320.No violations noted.

AXELSON.W.L Region 3, Ofc of the Director. 90/03/29. ALEXICH.M.P. Indiana Michi-
gan Power Co. (formerly Indiana & Michigan Electric Co.). 2pp. 53403:168-53403:184.

-9004120083 Insp Repts 50-315/90-06 & 50-316/90-06 on 900207-0320.Two noncited
violations noted re failure to perform fire protection compensatory measures.Major
areas inspected: bulletin,notices & generic Itrs & emergency preparedness.
BURGESS.B.L Region 3, Ofc of the Director. 90/03/29. 15pp. 53403:170-53403:184.

9004200668 Change Sheet 2 to Rev 5 to Emergency Plan Procedure PMP 2080
EPP.107, "Notification of Plant Personnel."

KRIEGER.R.S. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.).
90/04/09. 2pp. 53540:054-53540:055.

9004200370 Revised EPIPs.including Revs 4 to lERPs 2.0,3.0,5.0,6.0,Rev 3 to 7.0,Rev 0
to 8 & Rev 2 to 10.W/900416 Itr.

ALEXICH.M.P. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.).
90/04/16. 106pp. 53527:133-53527:238.

L Financial Information

9004180384 Forwards "1989 Annual Rept" & projected cash flow.
ALEXICH.M.P. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.).
90/04/06. Document Control Branch (Document Control Desk). 36pp. 53450:098-
53450:131.

P. Operating license stage documents & correspondence

9003270334 Responds to Generic Ltr 89-19 re safety implications of control sys in
LWRs (USI A-47).Both units have steam overfill protection sys that would automatical-
ly prevent water carryover into steam lines if control sys failed.
ALEXICH.M.P. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.).
90/03/20. Document Control Branch (Document Control Desk). 3pp. 53191:014-
53191:016.

9004050443 Forwards Amends 133 & 118 to Licenses DPR-58 & DPR-74, respectively

6  safety evaluation.Arnends delete Spec 6.4.2 which requires compliance w/Section
27 of 1976 Edition of NFPA Code.

GUTTER,J. Project Directorate 111-1. 90/03/26. ALEXICH.M.P. Indiana Michigan Power
Co. (formerly Indiana & Michigan Electric Co.). 3pp. 53322:338-53322:350.

-9004050445 Amends 133 & 118 to Licenses DPR-58 & DPR-74,respectively, deleting
Tech Spec 6.4.2 which requires compliance w/Section 27 of 1976 Edition of NFPA

THOeMA.J.O. Project Directorate 111-1. 90/03/26. 8pp. 53322:341-53322:348.

-9004050449 Safety evaluation supporting Amends 133 & 118 to License DPR-58 &
DPR-74,respectively.

* Office of Nuclear Reactor Regulation, Director (Post 870411). 90/03/26. 2pp.
53322:349-53322:350.

9004090015 Forwards response to Generic Ltr 90-01. "NRC Regulatory Impact Survey."
Util ack recommendation by NUMARC.                                                          _ . _ %

ALEXICH.M.P. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.).
90/03/30. Document Control Branch (Document Control Desk). 8pp. 53355:279-
53355:286.

9004090280 Responds to NUMARC 900104 request for addl info re station blackout
subrnittals-Target reliability for emergency diesel generator of 0.0975 established for 4
h ac-independent coping category will be maintained.

ALEXICH;M.P. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.).
90/03/30. MURLEY.T.E. Document Control Branch (Document Control Desk). 3pp.
53349:145-53349:147.

9004090283 Forwards application for renewal of plant NPDES permit,for info.per Sec-
tion 3.2 of App B to plant Tech Specs.W/o encl.

ALEXICH.M.P. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.).
90/03/30. MURLEYJ.E. Document Control Branch (Document Control Desk). 1p.
53350:065-53350:065.

9004190028 Rev to 891227 application for amends to Licenses DPR-58 & DPR-
74.changing expiration date for Unit 2 to 171223.

ALEXICH.M.P. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.).
90/04/04. Document Control Branch (Document Control Desk). 5pp. 53457:132-
53457:136.

9004130056 Forwards revised figures for loss of load event previously submitted in At-
tachment 4,App B of VANTAGE 5 reload transition safety rept supplied by Westing-
house in Jan 1990. Update is editorial in nature.

ALEXICH.M.P. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.).
90/04/06. MURLEY.T.E. Document Control Branch (Document Control Desk). 12pp.
...obsolete code... 53602:346-53602:357.

9004160162 Forwards list of unresolved USIs for facilities.per Generic Ltr 89-21 .includ-
ing USI A-44 re station blackout,A-46 re seismic qualification of equipment in operat-
ing plants,A-47 re safety implications of control sys in LWRs & A-48.
GHTTER.J.G. Project Directorate 111-1. 90/04/06. ALEXICH.M. Indiana Michigan Power
Co. (formerly Indiana & Michigan Electric Co.). 4pp. 53440:356-53440:359.

9004200604 Forwards Amends 134 & 119 to Licenses DPR-58 & DPR-74, respectively
& safety evaluation.Amends incorporate Tech Specs associated w/radiation monitor-
ing requirements in NUREG-0737 & clarified in Generic Ltr 83-37.
GIITTER.J. Project Directorate 111-1. 90/04/06. ALEXICH.M.P. Indiana Michigan Power
Co. (formerly Indiana & Michigan Electric Co.). 3pp. 53532:001-53532:047.

-9004200609 Amends 134 & 119 to Licenses DPR-58 & DPR-74,respectively. incorpo-
rating Tech Specs re radiation monitoring requirements in NUREG-0737 & clarified in
Generic Ltr 83-37.
THOMA.J.O. Project Directorate 111-1. 90/04/06. 35pp. 53532:004-53532:038.

-9004200612 Safety evaluation supporting Amends 134 & 119 to Licenses DPR-58 &
DPR-74,respectively.

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 90/04/06. 9pp.
53532:039-53532:047.

9004170242 Forwards Amends 135 & 120 to Licenses DPR-58 & DPR-74, respectively
& safety evaluation.Amends modify Tech Spec Table 3.3-3 to accurately reflect actu-
ation signals for auxiliary feedwater sys.

GIITTER.J. Project Directorate 111-1. 90/04/09. ALEXICH.M.P. Indiana Michigan Power
Co. (formerly Indiana & Michigan Electric Co.). 3pp. 53441:335-53441:349.

-9004170243 Amends 135 & 120 to Licenses DPR-58 & DPR-74,respectively. modifying
Tech Spec Table 3.3-3 to accurately reflect actuation signals for auxiliary feedwater
sys.
THOMA.J.O. Project Directorate 111-1. 90/04/09. 8pp. 53441:338-53441:345.

-9004170244 Safety evaluation supporting Amends 135 & 120 to Licenses DPR-58 &
DPR-74,respectively.

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 90/04/09. 4pp.
53441:346-53441:349.

9004200086 Notification of 900419 meeting w/util in Rockville.MD to discuss Cycle 8
reload analysis for facility.

GHTTER.J. Project Directorate 111-1. 90/04/10. THOMA.J.O. Project Directorate 111-1.
3pp. 53523:195-53523:197.

9004200559 Forwards "Updated QA Program Description for Cook Nuclear Plant," in-
corporating editorial.organizational & position title changes.

ALEXICH.M.P. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.).
90/04/11. MURLEY.T.E. Document Control Branch (Document Control Desk). 2pp.
53532:048-53532:168.

-9004200565 "Updated QA Program Description for Cook Nuclear Plant."
ALEXICH.M.P. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.).
90/04/09. 119pp. 53532:050-53532:168.

9004230350 Application for amends to Licenses DPR-58 & DPR-74,revising Unit 1 Tech
Specs by implementing core operating limits rept per Generic Ltr 88-16, "Removal of
Cycle-Specific Parameter Limits From Tech Specs."

ALEXICH.M.P. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.).
90/04/16. Document Control Branch (Document Control Desk). 12pp. 53535:256-
53535:306.

-9004230355 Proposed Tech Specs implementing core operating limits rept per Gener-

*  Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 90/04/16.
38pp. 53535:268-53535:306.

Q. Inspection reports, IE Bulletins & correspondence

9003050164 Discusses Safety Insp 50-316/89-28 on 891016-20.24-26 & 1204 & for-
wards notice of violation & proposed  imposition of civil penalty in amount of
$75,OOO.Violation based on 10-yr plant operation.Record copy.
DAVIS.A.B. Region 3. Ofc of the Director. 90/02/26. ALEXICH.M.P. Indiana Michigan
Power Co. (formerly Indiana & Michigan Electric Co.). 4pp. 53285:238-53285:252.

9004030102 Forwards payment in amount of $75,000 for civil penalty imposed through
notice of violation issued in Insp Rept 50-316/89-02 on 891016-20,24-26 & 1204.Re-
sponse to violation & corrective actions provided in separate submittal.
ALEXICH.M.P. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.).
90/03/27 DAVIS.A.B. Document Control Branch (Document Control Desk). 2pp.
53295:034-53295:035.

9004050289 Responds to 900226 Itr transmitting notice of violation & proposed imposi-
tion of civil penalty in amount of $75.000. Corrective actions:flow retention circuitry
setpoints set to compensate for missized process flow orifice.
ALEXICH.M.P. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.).
90/03/27. DAVIS.A.B. Document Control Branch (Document Control Desk). 10pp.
53338:215-53338:224.otice   of
